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SCREWS - SPACERS 


Highgate Automotive Air Conditioning Catalogue 


Screws : Self- Tapping 


SCREWS 


SC-14905 ScC-14910 


PART No. METRIC SIZE IMPERIAL TYPE - DESCRIPTION PACK SIZE 


SC-14905 5.0 mm x 16 mm (No. 10 x 5/8") PK PASSIVATED SCREW WITH CAPTIVE WASHER 10 pcs 
SC-14910 6.2 mm x 20 mm (No. 14 x 3/4") PK PASSIVATED SCREW WITH CAPTIVE WASHER 10 pcs 


Spacers : Engine Fan 


SPACERS - FAN 


PART No. DESCRIPTION DIMENSIONS NOTES 
inches mm 

SP-60280 FAN SPACER WITH PILOT 1/4" 6.3 mm 

SP-60380 FAN SPACER WITH PILOT 3/8" 9.5 mm 

SP-60680 FAN SPACER WITH PILOT 3/4" 19.0 mm 

SP-61000 FAN SPACER WITH PILOT T 25.4 mm 


